DOVER  AIR  FORCE  BASE 

Dover,  Delaware 
The  Base  Chapel  was  completed  in  June,  1956. 
It  is  completely  air-conditioned  and  has  a  seating 
capacity  of  300.  Built  at  a  cost  of  $300,000,  the 
Chapel  is  utilized  by  personnel  of  all  religious 
denominations  at  Dover  Air  Force  Base. 
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